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248 Meteorology . 


METEOROLOGICAL TABLE* 

By Mr. Cary* op the Strand* 
For March 1812. 
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N.E. The Barometer’s height is taken atone o'clock. 


ERRATA in our last Number. 

for Pyramido , page 145, line 24, and page 147, hue 20, read Ptrimd*, 


